PERSONNEL AND TRAINING BUREAU 
TRAINING DIVISION 


NQH£E March 8, 2013 

12 . 1.1 


TO: All Concerned Commanding Officers 


FROM: Commanding Officer, Training Division 


SUBJECT: SELECTIONS FOR THE 2013/2014 SHERMAN BLOCK SUPERVISORY 
LEADERSHIP INSTITUTE 

The following supervisors have been nominated to attend the 2012/2013 sessions of the Peace 
Officer Standards and Training (POST) Sherman Block Supervisory Leadership Institute 
(SBSLI). Training Division will contact the individuals selected for SBSLI and coordinate the 
dates of attendance and their travel arrangements. 


1. Azpeitia, Jason 

35504 

19. 

Mayberry, Christopher 

32472 

2. Barlow, Cynthia 

30029 

20. 

McIntyre, Curtis 

32575 

3. Bruce, Gregory 

34511 

21. 

McLaughlin, Paul 

32195 

4. Campbell, Mark 

31278 

22. 

Puettman, Raymond 

31519 

5. Cohan, Mark 

34916 

23. 

Reynolds, Brian 

35772 

6. Elias, La Nita 

27199 

24. 

Romeral, Angelica 

30621 

7. Estevez, Richard 

35053 

25. 

Saafir, Rasheed 

36189 

8. Fuentes, Rodolfo 

31421 

26. 

Sandoz, Jerretta 

30768 

9. Galindo, Daniel 

26960 

27. 

Sanfillippo, Paul 

31258 

10. Ginter, Edward 

33389 

28. 

Scire, Paul 

25672 

11. Guardado, Mark 

31222 

29. 

Shake, George 

26334 

12. Harris, Peter Lin 

27304 

30. 

Smith, David 

30970 

13. Hayes, Crystal 

32512 

31. 

Staats, Reina 

33467 

14. Hetzler, Benjamin 

35160 

32. 

Stark, Richard 

30012 

15. Jones, Robin 

31116 

33. 

Torres, Adrian 

31467 

16. Jordan, Alisha 

30895 

34. 

Tyson, David 

30738 

17. Koval, Adrian 

32668 

35. 

Umansky, Maria 

27520 

18. Mason, Kevin 

30901 

36. Ventura, Michael 

30741 


Should you have any questions regarding this matter, please contact Sergeant Jerry Chaney or 
Officer Brandy Jackson, Training Coordination Unit, Training Division, at (213) 485-3161. 



Commanding Officer 
Training Division 



STEPHEN R. JACOBS, Deputy Chief 
Chief of Staff 

Office of the Chief of Police 
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